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1.. The Elsen-und Stahlwerk, Hiesa, ±s equippecä with the followxng für*- 
jfmces and rolling millss 

6 Siemaiis-Martin ftarnaeeS;, 120- ton capacitj* 

1 i’olliiig Bsill for medinm Steel sheots. 

I ;i=' 0 lling mill foi- thin Steel sheeto and Steel wire. 
i tuloe rolling mill., 

1 tube rolling mill for batt welding. 

The fine sheet rolling mill has been in Operation only ainee 
1950. The tube rolling mill was deliTOred by the Rusölans ln 1947 
and originated in an Austrian Steel plant whlch had been diamnntled,. 
The present t-utput capacity of ehe Riesa plant ia 25,000 tons of 
fsrnde steel per month, The actual oatput in January 1950 was 22^500 
tons«. 


One neu Steel foandry, consisting of the following furnaceSj.l3 due 
to ho cic'impieted by the end of 1951: 


2 Siemens-Martin furiiaces, 40'"ton aapacityo 
1 oJ.ectric frrnaee, capacity.. 

1 electric fnrne^te, 15"-ton capaeity* 

6 Siemens-Mar tin lurnac es, tS0--ton capacityc 


fhis mll represej^t a total additional output of 20,000 tone of 
orude stoei per menth... The 40- ton Siemens-Martin fui'naees anci the 
twa eleciti'ie furnaees are due ta bo put into Operation during the 
auttmm «:>f 1950*. 


3. 


An Order for one larse oomlna m: 

ill has been plaeed 1 



dalivery :ls oxpecteü at tue enc ni 


1950., A fur‘t,her order for one tube roll: 
of 10 j. 000 'tönn per monlh has been placod 
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siection of mili (for rnllin^ pxpes ap to 80 in di&iaa t & r ) 
iS due to bo arected Jx>ly and Sopternber, 1950; the seccnd 

SGCtion (for pipe up to 216 in diaineter) is due to bo ready fnr 
asöcrably at tho end of 1951. 
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4. The most acute shortages are: 

(a) Electric motors. Deliveries from the SAG Saehsenwerk in 
Hiedersedllts5 are W)ry inadequate, 

(b) Welding electrodes, 

(e) Cax'bon electrodes. Do^Jlveries of electrodes required for 
the eleetric furnaces < 3 nietez^ in length by 50-60 cm., in 
diameter) j hitherto niade by Siicmena-Planiawerke AG, Ratiborr, 
are very intermittent., It is plarmed to rebuild the Alumi- 
niuTn Werke. Lairt^ jfor the production of carbon electrodes,, 

(d) Hard stsel r oller s, 

5^ There are 7^,500 workers at the Riesa plant, Three shifts are 
worked in the foundry and rolling shop, The subsldiary plants 
are worked in two shifts. 
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